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(Ho, not carle) 
1 JUly 1959 


mSMmmm t Colonel Leo F. Geary 

AFCJ&-5 Sooei 4-E 1005, Th» Pentagon 
Washington 25, B. C* 


StMCT ; Physical Status - 
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1* Attached is a ccngpleto raemt aedica l history on I 

i»*g4witn£ vitfe ss caagalnatl or. by 
on 15 Ajari! 1959 through a» aatfcatlOB at USAF Hospital [ 

■OB 8 JUne 1959 • 

g* According t© t h e Infor atyfal ob attached, a cssgy of t fo*» axacilaa * 
bioss. and recanmndation was sent to both toe Surgeon General sad 
toe School of Aviation Hsdlcine# It is rwpestod tost you review toe 
rvs<aaaaendatioii8 and base whatever action you feel necessary with toe 
Qurgeoa General* 
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25X/ 
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WHLXAH H3KKE 
Colce*l, USA? 


Attaclwantot 

a/s 


Dlatcrlbttticsi: 

0 - Addressee 

1 - Subj. File 
\A im File 

Hi • C 
KBurfce 
1 JUly 1959 
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